The huge water tank is an outstanding 
structure of Camp Croft, S. C. It can be seen 
many miles away and is a guide to aviators, 
military and commercial, whose route takes 
them through the Piedmont section of South 
Carolina. It stands 106 ft. high, is 90 ft. in 
diameter, and when full holds nearly 2Vi 
million gallons, and is the largest water tank 
in the state. 
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C. T. 6—Water Tank, Camp Croft, South Carolina 







